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MR. RADENBERG: Today is November 2nd, 


2001. The time is now 0745 hours. I'm Paul 


Radenberg of the Fire Department, City of 


New York. I am conducting an interview 


with —-- 


EMT WARNER: EMT Jeffrey Warner, badge 


number 2933, Battalion 45, Queens. 


MR. RADENBERG: This interview is being 


conducted at EMS Battalion 45 and is 

regarding the events of September 11th, 

2001. 

Q. Jeffrey, if you would please start from 
when you were assigned to the job. 


A. We were assigned the call 10:11 a.m., 


and we responded from north Queens over the 59th 


Street Bridge. We went over the 59th Street 
Bridge. My partner was driving. I was in the 
passenger seat. We came down Broadway. 


Somewhere on Broadway we picked up an auxiliary 
fireman. He jumped in the back. We proceeded 
down to the corner of Murray Street and West 
Broadway. 


At Murray Street and West Broadway, we 


believe that's when the second collapse occurred. 
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The amount of dust in the air became a lot more 
thick. We heard of course a loud rumble. We 
didn't see it collapse; we just heard it. From 


discussion and the time line, it pretty much 


seems after the second collapse occurred. 
We weren't able to safely drive the 
vehicle any further because of the dust in the 


air. There were burnt pieces of paper falling 


all over the place like a ticker tape parade. 


We loaded up our stretcher like w 
would for any kind of standby, and we just 


started making our way as far as we could down 


Murray Street. We made a left on West Broadway 


Street, where w ventually came to Barclay 


street. 
At Barclay Street, which now I'm told 


the building that we came upon was number Seven 


World Trade Center, we noticed that there were 


people trapped who were unable to get out at that 


time or unaware of how to get out -- I'm not sure 


I want to use the word "trapped" -- on what 


appeared to be the eighth floor from the outside. 


Myself, my partner, an off-duty fire 


lieutenant, somebody from OEM, who was also with 
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the Port Authority, and a female police 


lieutenant made numerous attempts to get into the 


building from the parking area. We finally found 


a door that was somewhat open on the Barclay 


Street side near the parking garage where ther 


was a regular door. 


W ntered the building. There was 


some kind of an emergency escape ladder in the 


parking garage that went up. Myself and the 


off-duty fire lieutenant went up the ladder, and 


we were met maybe a story or two up with a 


Plexiglas trapdoor that was padlocked. 


The fire lieutenant told me that it was 


padlocked, and I remember that the OEM guy hada 


Halligan tool. I told the boss I was going back 


on the ladder to get the Halligan tool and I was 


going to bring it up to him. 


He made numerous attempts to try and 


open the lock; it failed. We were alerted to 


evacuate the building by Lieutenant Scullion and 


Lieutenant Frazier of the former ERS. 


We came out of the building, and we 


gathered all our equipment. We were met with -- 


we had already been with but we had more 
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equipment that was brought over to us by the 
carpenters union. 
We left the building. My partner and I 


went to get our vehicle. We got our vehicle back 


down eventually to where our equipment was, 


loaded everything up, left the area and went over 


to Chambers and West Street. There was an EMS 


staging area set up there. 


Everything seemed to be organized from 


then on. We spent most of the afternoon parked 


over there. 


Q. Who was your partner that day? 

A. Nicole Ferrell 

QO. Nicole Ferrell? 

A. Nicole Ferrelo, F-E-R-R-E-L-L. 

Q. The equipment that the carpenters 


brought over -- 


A. Yes. 

Q. -- what kind of stuff did they bring 
over? 

A. The carpenters brought over lots of 


jugs of spring water from spring water machines. 
It was a self- contained suffocating breathing 


apparatus, but it wasn't a Scott pack. I think 
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was like made by MSA or something. They had like 


really old, long cylinders of oxygen. I think 


they may have had one of those MASH-style 


stretchers, the folding stretchers. 


The corner where we had left our 


equipment initially was where they started 
putting more equipment. It almost became like a 


small depot, but it wasn't -- it only remained 


that way like 45 minutes, because w nded up 


taking all our equipment and heading over to that 


staging area on Chambers and West Street. 
QO. From the time you arrived on scene in 
the area other Broadway and Murray until you met 


up with Lieutenant Scullion and Lieutenant 


Frazier, any encounters with any other EMS 


personnel or officers? 


A. Yeah, there was the off-duty MOS. He 
said he lived in Jersey. He came over in his own 
vehicle. He had like a non-issue tech bag, but 


he had a uniform on and a coat on and a helmet 
on. He was the one who gave me the cartridges 


for my mask that I had gotten from the Port 


Authority van when we arrived down there. 


QO. Do you know who he was? 
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A. No. I think he was either from 
Battalion 4 or Battalion 8. He had a goatee, in 
his like late twenties, early thirties, really 


nice guy. We had a couple interactions with him. 


He was just there to help. He worked ther 
without a unit. 


We had seen that one guy who was 


assigned to OEM that worked for EMS and telling 


him where we were coming from. He was in 


civilian clothes. There was the one paramedic 


that started getting real bossy. I'm not even 


sure what his name was. I know there was that 


one EMT or medic dressed like a lieutenant, but 


he started giving orders and we realized he was 


only one of us. We're like, you know -- 

As far as interaction down there, more 
civilians or guys from the unions, electrical 
workers, carpenters. And off-duty firefighters 
were down there. 

Q. Any patients, walking wounded, anything 


like that that you encountered? 


A. Initially when we arrived down there, 


my partner treated a guy with either an arm or a 


shoulder injury. She gave hima sling anda 
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shot, and he ended up just running away. 


QO. Sorry, that was -- 

A. Yeah, that was outside. I failed to 
mention that. That was initially when we 
initially arrived on Broadway and Murray. I 
wasn't even aware of that until afterwards 


because I hadn't known my partner had done that 
until I saw the in the newspaper. 
Like I said, I was loading up the 


stretcher with equipment. I guess she just sat 


him down on the back bumper and treated him, and 


he just kept going north. Like I said, there was 


a huge exodus of people just going up north. 


We encountered some reporters and 


stuff. We were very careful about what we said 


to them. We weren't even really sure who we were 


talking to. We were like, "Yeah, we're from 


EMS," and just left it at that. 


That was really it until we got over to 


Chambers and West Street until we saw more EMS 


workers later on that day. 


Q. Any thoughts or comments or opinions on 


what happened that you would like to add? 


A. No, just -- when we got over to 
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Chambers and West Street, 


that's when it seemed 


like things started to get really organized. You 


really couldn't get on 


radio was jammed up. 


on the radio. Communication was zilch. 


I 


the radio at all. 


Every 


t was impossible to 


I 


talk 


think 


a lot of people got on the radio and they just 


kept talking and talking. 


Other than that, 


organizationally until 


later on that day when the boss knew who we were, 


what we were doing there, 


staging area by BMCC. 


as being down in this area righ 


World Trade Center. As far as 


and got us all in the 


That was really it as far 


we were kind of on our own down there. 


That's really it. 


Q. Okay. I thank you. 


MR. RADENBERG: 


t here by Seven 


that's concerned, 


The time is now 0755 


hours, and the interview is concluded. 


